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Hereli  something  to  remember  when  youVe 
cleaning  shoi^r  rooms  and  restrooms: 
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tfM  drain. 


FREE!  Fill  out  and  mail  this 
coupon  to  learn  more  about  the 
time-saving  and  money-saving 
benefits  of  the  Hillyard 
Restroom/Shower  Room  Program. 


We’re  talking  about  Shower 
Foam™, adynamic  product 
from  Hillyard  that  is  quite  simply  a 
better  way  to  clean.  It  lets  you  fight 
weekly  buildup  of  soap  scum,  salts 
and  hard  water  deposits  without 
hand  scrubbing.  Complete  this 
coupon  and  mail  it  to  us  today  to  find 
out  more. 


Hillyard  Floor  Treatments 

302  North  Fourth  Street 
St.  Joseph,  Missouri  64502 
(816)233-1321 


Company  or  Institution 

Address: _ 

City: _ 


.State- 


-Zip- 


Telephone: 


Number  of  restrooms/shower  rooms: 
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